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AM/FM RADIO PROJECTION CLOCK 
WITH INDOOR TEMPERATURE 


Projection time on your 
wall or ceiling 





Actual size: 6" x 1.5" x 4.96" 
MSRP: $99.95* 


Wake up listening to your favorite 
radio station! This clock features an AM/FM 
radio, indoor temperature and it even sets itself to the 
U.S. Atomic Clock. It also offers a unique way to read time 
in the middle of the night by casting the time in soft glowing 
red numbers on your wall or ceiling. 


Atomic Projection Clock sets itself to U.S. Atomic Clock 

AM/FM Digital Tuning Radio Frequency with up to 120 
minute radio sleep timer 

HiGlo™ Electro-luminescence screen backlight 

Projection can be can be rotated 1 80° and focused for 
added convenience 

Memory for 8 AM and 8 FM radio stations 

12-hour clock and month/day calendar in English, French, 
Spanish, German or Italian 

User-selectable alarm by radio or Beep sound with 8 
minute snooze 

U.S. map display with designated time zones 

With extendable antenna for reception of digital PLL radio 
and jack for headphone 

AC Adapter included 

Batteries: 4-AA 


Unit Packaging 

UPC Number 

Inner Carton 

UPC Number 

Type 

Size (inches) 

Wt (lbs) 


Qty 

Size (inches) 

Wt (lbs) 


Box 

5.5 x 2.0 x 9.6 

1.90 

7-34811-18659-1 

10 

22 x 1 1 x 7 

19.0 

7-34811-18660-7 



Master Carton 


UPC Number 

Qty 

Size (inches) 

Wt (lbs) 


20 

23x11 x15 

40.0 

7-34811-18661-4 
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